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later period was 5.20 times what it was some twenty years earlier. The other nations gave ratios as follows:    United States, 3.71;
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FIG. XXIII-A.
(rermany, 2.68; Austria-Hungary, 2.26; Belgium, 1.47; France, 1.35; Sweden, 1.24; Great Britain, 1.08. The records of steel output gave the following ratios of increase: United States, 8.21;